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3,75 (a> 

HOUSING FACIUT1ES, GENERAI,, 

a) Structure: construction Housing iacililies for norihuman primates most be designed and constructed so Ihat ffiey 
are sLrudurally sPurKi for |fia spscias al nanbLiiTian primates housed in them. Ttirey must be kept Id gr^id repair, and 
tney must protect the animals from injutry, conlain the animals securely, and restrict other animals from entering. 

A ssctjon of corral 3, corifflntly housing baboons, Is misBirg at least 2 largo vrertlcal pole bracas used to reinlorce the 
metal panels at the top of tbe corral. These braces are especially important drjritbg high wind ervents to Iteep the metal 
panels IrtlaoL and the aniittals contained. 


These braoes should be repaired Or replaced iirrmedietety as a high wind evonl in this area may ba imminent. 
■Dqrrecl by: September S, 2000. 


3,75 (c) 

HOUSING FACIUT1ES, GENERAL, 

•(c) Surfaces 

(1) General requirements Any .surfaces that come in contact with nonhuman primaies musf; 

[i] Be tree of e^r-cea^iva rust Ihal prevents the required Cleaning and sanitizalkin, or that effer^s the sinuctural slrength 
of the surlace ; and 

(ii) Go tree of jagged edg&£ or sharp points Ihral inight Injure the animals 

'TTie secondary centainmant areas af field cegas 3, 6b, 7a. 12 artd cDtral 4 have maial panels with eKcessively rusted 
areas lhal have created significant holes in the panels. 

'Cago 1 1-22 has significant rust on the enclosure chain Unk on the upper north side a] the enclosure. A piece ol wire 
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has bnoken -off and is missing in Ibis area- The chain link could unravel in this area and compromise containment cl 
the animala. 

‘Cage 1 1-4 has a large hgrizontal metal support pipe which is excessively rusled with s resulling hole in the northesst 
comer. Jagge-d and sharp odges were visible and easily accessible 1 d ^e animals lin the enclosure. 

''Cages 1 VI, 11 -2 and 11-9 have ctiein link whtch is excessively rusled and rieKing neer ihe taps el the er>cleeure. A 
piece of rusted chain Jink on the south side of cag€ 1 1 -9 near ihe top was no'led lo be very thin and compromised 

The above documented surlaces must be repaired or replaced. Structural integrity d some enclosures has been 
Gompromi^d by excessive rug| and'or dsc nasuited m j^ged ar^a^ which could cause animal injury. 

Correct by; Septemfcer 19, SbOS 


This inspection was ooniductad aver a 2 day peririd Sepiembaf 4 £ 5, 2JKI3. 

The inspection inclucEed all animals, lacilities, 1ACUC lunction, documertadon and protocol review. 
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3,75 (c3 

HOUSING FACIUT1ES, GENERAI,, 

■(c) Surfaces 

(1) General requirements Any .surfaces tt»al c-ome iri contact with norhuman primales musi: 

(I) Be Iree of excessjrv^ rust that prevents the raqijirett cleanirtQ and sanitization, or that affects tne sinjctural strength 
of ttie aurface; 

A| least 4 primary enclosures eurrently housing macaqties , cages t » 3, 4 and t &, in section ifl have cham link 
surlacBS &l Ihfl bap arlKt from which are excessively rueted. The metal eurfacee are pealing and llaking in seme rusted 
areas. Structural integrity of the lencirg was noted to be compromised in at least one area where wire could 
potenitially easily break. 

Primary enclosures in section 30 were noted to have excessive njsl wiih reaijlting flalyng and peeling of Ihe metal 
surlams. Tho atlacldd surfaces wore primarily near tha ii3p and tront ot llie enclosures. 

Primary anclosures in section 32 were noted to have excessive rusi. The affecEed Surfaces ware primarily rear ihe 
top and front of the enclosures. 

At least 2 primary anclosurss currently housing macaquas. cages 4 and 5 m section 19 have chain link surlaicos wllh 
excessive njst ortneent rated near the top and front ol the enckosunes. 

Excessive rusi prevenls appropriate santtatioh which could adv-ersely affect ammal health, but more importantly, Ihe 
noted compromise of struClural inlegrity of Iha enclosures is a mcrre immediate animal conlainmeot oqncarn. 

These excessivelv rusted surlMes should be repaired or replaced. 

Correct by: Septemtoer &, 
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